A Florida Maneater. 


“BIG JOE” 
‘‘Man Eater’”’ 


Largest Live Alligator in Captivity. 
Weighs 900 pounds, 250 years old, 
Length 14 feet. Captured in St. 
Johns River. Can be seen FREE 


OSKY’S ALLIGATOR STORE 


121 W. Bay St. JACKSONVILLE, FLA. 
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